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Good Afternoon Aaron, 

Please disregard my last email I got my discovery packets mixed up. I have attached the discovery 
packet for lab to this email. Sorry for the mix up. 

Thanks, 

Lisa Glazer 
Chemist II 

Department of Public Health Drug Analysis Laboratory 

305 South Street 

Jamaica Plain, MA 02130 

Office: 617-983-6632 

Fax: 617-983-6625 
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